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PART III 

Factories and Boilers Department 


NOTIFICATION 

No. T2-3665/2013/F&B/BOE. 22nd January 2014. 

Result of Boiler Operation Engineers’ 
Examination 2013 

The candidates with the following Registration 
Numbers are declared passed in the Boiler Operation 
Engineers Examination 2013 conducted at Government 
Engineering College, Ramavarmapuram Road, Thrissur, 
Kerala State on 9th & 10th of November 2013 (Written 
and Drawing Examination) and at M/s. Fertilisers and 
Chemicals Travancore Ltd., Udyogamandal Complex, 
Udyogamandal, Kochi-683 501 on 16th & 17th of 
December 2013 (Oral and Practical Examination). 
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(Sd.) 

Secretary, 

Thiruvananthapuram. Board of Examiners. 














